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CONFIDENTIAL PARIS 03869 

E.O. 11652: GDS 
TAGS: PFORFRLY 

SUBJECT: PRIME MINISTER JALLUD TO VISIT PARIS 

1 . PRIME MINISTER CHIRAC'S DIPLOMATIC ADVISOR BOIDEVAIX 
TOLD DCM FEBRUARY 6 THAT LIBYAN PRIME MINISTER JALLUD 
WILT. ARRIVE HERE FEBRUARY 10 FOR TALKS WITH CHIRAC. 

2. COMMENT: THE SAHARA. FRANCO- ALGERIAN RELATIONS AND 
RELATED ISSUES ARE LIKELY TO BE AT LEAST AS IMPORTANT IN 
THE BILATERAL DISCUSSIONS AS FRANCO-LIB YAN AND MIDDLE 
EASTERN QUESTIONS. 
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